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GENERAL DESCRIPTION 


_ CONVERT/BACKUP is a special purpose utility designed to convert | 
61000 printer backup files into a fcrmat acceptable to the 8927. 


Page Printer. The files created are in the form of Large Systems 
printer backup formate | 


The progran wilh accept B10020 Tape or Disk printer backup files, 
created by software release 9-) or tater» as ingut. It wiit not 
accept backup files from earlier releases. , 


The backup files to be converted must te labeled. The record 
size can be any Legitimate backup record S1i2Z€-« | 


CONVERT/BACKUP wild output a Biggo labeled sulti-file tape that 


can be processed by the 8927) Page Printere Because of labeling 
differences» this tape will not be recognized ty Large systems as 


a valid backuec tape. 


OA B13900 © printer backup file with an internal name of 


"BO27C NAMES" wilt also be created by the programe. This file 


wilt contain the names of all files converted during the program 
fUNe - i; 4 eee . 
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OPERA LING INSTRUCTIONS 


CONVERT/BACKUP is initiated by an execute statement. The program 
widl issue a #=prompt requesting the input SPeCSe These specs 
supply the input~fiteridentifier and opticnal origin cverride. 


The input*filetidentifier can be any valid 81C00 file identifier 
or a backup print fitte numbere [ff a Fackup print numter is 
supplied as the inputwfilertidentifier >» the family name wilt 
default to @ACKUP.PRT for Disk files and to BACKUP for Tare 


files. 


The optionat origin override is the reserved word TAPE cr MTP. 


This tells the progeas that the input file is on Tape rather than 


on Disk. 
A nutt input will terminate the program. 


A sanple ccnvert session follcws:? 


2EX CONVERT/BACKUP | 
CCNVERT/BACKUP =626 BOJ.~ hee so. | 
| CONVERT /BACKUP =626 "89 27 Ge TAPE/DIRECTORY™ = "BACKUP.PRT/419" 
ZX CONVERT/BACKUP =626 ENTER SPECS | os 
CONVERT/BACKUP =626 ACCEPT. 
276264X BACKUP.LPRI/127 
% CONVERT/BACKUP =626 ENTER. SPECS % READY FOR NEXT FILE 
CONVERT /BACKUP =626 aCCEr Vs 


% CONVERT/GACKUP =626 ENTER SPECS | 
CONVERT/BACKUP =626 ACCEPT. 2 an oS 
2626AX 420 TAPE  % LOOK FOR BACKUP/425 ON TAPE 
Z CONVERT/BACKUP =626 ENTER SPECS — | 
CCNVERT/GACKUP =626 ACCEPT 

26264X 

CONVERT/BACKUP =626 “BACKUP. PRIZGLI™ RELEASED 
CONVERT / BACKUP =626 EQJ. 


2626AX 418 | | ® WILL 100K FOR BACKUP. PRIVALE 


an 
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ERROR MESSAGES 


FILE NOT PRESENT. RE-ENTER SPECS. 


The input file could not te founde Rer~erter the correct file 


name or enter NULL to terminate the orograme 

FILE NOT BACKUP. REwWENTER SPECS. 

The input file is not a 81000 backuf file> so tt cannot be 
convertede Enter the name of a B1000 backup file or enter 
NULL terminate the progras. 


THERE ARE NO RECORDS TO PROCESS. 


An EOF branch was encountered while tooking for the Controt 


record in the backup file. Prograg centrol returns to 
ENTER SPECS. 7 


BACKUP FILE MUST BE CREATED ON RELEASE 9.0 GR LATER. 

The release level in. the Control record indicates that the 
backup fide was created on an. earlier oonea than Ie Ce 
peagras controt returns to ENTER SEECS 

BACKUP FILE MUST BE LABELED. 


The backur file must be created fros a tabeled peroter file. 


Program control returns to ENTER SPECS 
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